Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


UNCLASSIFIED 

PAGE 01 TUNING 00717 070644Z 
ACTION FBOE-OO 


Message Text 


INFO OCT-01 EUR- 1 2 ISO-OO A-01 SY-05 STE-01 /020 W 

001698 070645Z/23 

R 070640Z MAR 78 
FM AMCONSUL LENINGRAD 
TO SECSTATE WASHDC 4082 
INFO AMEMBASSY MOSCOW 
AMCONSUL FRANKFURT 


UNCLAS LENINGRAD 00717 


DEPT FOR FBO (MORRISON), SY/FO, SY/OPS/T, NSU 
MOSCOW FOR RSO 


FRANKFURT FOR RTC, RSS 

E.O. 11652: N/A 

TAGS: ASEC, ABLD. AFSP 

SUB J : HONEYWELL FIRE ALARM INSTALLATION 


REF: (A) LENINGRAD 499, (B) FRANKFURT 1276 

1 . SINCE ONE-HALF INCH EMT CONDUIT NOT AVAILABLE IN 
FRANKFURT, REQUEST FBO PROCURE 500 FEET AND SHIP TO 
LENINGRAD. DUE TO PHYSICAL LENGTH OF MATERIAL, SHIPMENT 
SHOULD BE MADE THROUGH: U.S. DISPATCH AGENT, U.S. 

CUSTOMS HOUSE, 6 WORLD TRADE CENTER, NEW YORK, NEW YORK, 
10048. CONSIGNMENT MARKED FOR AMCONSULATE, LENINGRAD. 

2. FOLLOWING ADDITIONAL SUPPLIES HAVE BEEN RECEIVED: 

1 EA. 4 MOD ENCLOSURE MOUNTING BOX. 

1 EA. BATTERY RACK ENCLOSURE. 

1 SET STANDBY BATTERIES. 

THIS COMPLETES SHIPMENT OF ALL MATERIAL SHOWN ON 
HONEYWELL BILL OF MATERIALS. BUCHANAN 
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